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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 177046 
ORIGIN AGRE-00 

INFO OCT-01 AF-10 ISO-OO ABF-01 AID-05 IGA-02 OMB-01 
EB-08 L-03 /03 1 R 

DRAFTED BY AGRIC/OGSM: C ALWARD:SMB 
APPROVED BY AF/C: -MARKS 
AGRIC/OGSM: L ROTH (DRAFT) 

AGRIC/OGSM: G HAVILAND (DRAFT) 

AGRIC/OGSM: L WALLACE (DRAFT) 

AGRIC/OGSM: J KEEFER 
AGRIC/OGSM: J BULLION 
AGRIC/FAS: ERBEVIS 
AGRIC/FAS: G S BROWN 

127751 290444Z/21 

R 281848Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY KINSHASA 

UNCLAS STATE 177046 

E.O. 11652: N/A 
TAGS: EAID, CG 

SUBJECT: PL 480, TITLE I AGREEMENT OF 5/24/77 
REF: STATE 137957 

PER DISCUSSIONS WITH AGATT WILLIAMS DURING JULY VISIT 
USDA/W, REFTEL QUESTIONS ANSWERED AS FOLLOWS: 

1 . ZAIRE EMB/W HAS REQUESTED PA'S WHICH WILL BE ISSUED 
ASAP WITH GENERAL COMMODITY DESCRIPTIONS: 

A. UNMANUFACTURED TOBACCO. 

B. MILLED RICE IN BAGS, U.S. NO. 5 OR BETTER, NOT MORE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 177046 

THAN 20 BROKENS. 

C. YELLOW CORN IN BULK, U.S. NO. 3 OR BETTER. 

2. PROPOSED TERMINAL CONTRACTING DATE IN PA'S IS AUGUST 
31, PROPOSED TERMINAL DELIVERY DATE IS SEPTEMBER 30. 

3. ZAIRE EMB/W HAS NAMED FIRST NATIONAL CITY BANK AS BANK 
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BOTH IN U.S. AND ZAIRE, SAME AS CG-5018. 

4. ST. JOHN'S INTERNATIONAL, WASHINGTON, D.C. NAMED BY 
ZAIRE EMBAY AS PURCHASING AND SHIPPING AGENT. 

5. YOU WILL BE NOTIFIED AS SOON AS PA'S ISSUED. VANCE 

UNCLASSIFIED 

NNN 
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